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2.33 ( b K 1 ) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE. 

(1) The availability of appropriate facilities, personnel, equipment and services to comply with the provisions of this 
subchapter; 

A male beagle dog, identified as #2145, in room D-19, had heavy dental calculi on his molar teeth and corresponding mild to 
moderate periodontal disease. 

It is important to the health and well being of the research animals to have effective systems in place to accurately measure 
and evaluate health and disease states. 

Beagle, # 2145, should have a professional dental evaluation as soon as possible and follow-up denial prophylaxis as 
deemed necessary. 

Correct by: Jan. 15, 2006 

3.11 ( c ) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

(c) Housekeeping for premises. Premises... must be kept clean and in good repair.. 

The dirty side of the cage wash room floor had a noticeable build-up of dirt where the cages were acid washed in the corner 
away form the entry point of the cage wash machine. 

It is important to keep areas adjacent to animal holding rooms as clean as possible for the health and well being of the 
animals. 

The floor in the dirty side of the cage wash room should be cleaned as often as necessary to prevent the build-up of dirt on 
the floor. 

Correct by: January 15, 2006. 
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